03/29/2011 09:27 


978-740-4929 


NSMC PHARMACY -SALEM 


PAGE 02/02 



Cardioplegia: Medication Order Form 
697 Wavrrly Street, Framingham, MA 01702 

Tel: 800-994-6322 or 508-820-0606 
Fax: 888-820-0583 or 508-820-1616 
www.neccrx.com 


Fax order to: 888-820-0583 


PO#: o OO lj ij q 2, 3 <3 ] 


North Shore Medical Center-Saiem Campus Telephone: (978) 740-4829 

81 Highland Avenue Fax: (978) 740-4851 

Salem, MA 01970 


Attn; In-Patient Pharmacy 
Rick Silver, Buyer 


Today's Date: 

Expected Delivery Date: )y )) 


C?~0605\ 


Indicate number of Units *5 Units 

ordered 


Cardioplegia Solution 

Inqredient Volume 

Tromethamine 0.3 M 1 35 ml 

CPD Injection " 135 ml 

Dextrose 50 % 24 ml 

MSA/MSG 0.45 AA I SO ml 

Dextros e 5 % , 1 50 ml 


Total Volume 594 ml 

H7^z_ 


K)^R 

I pox 


PrintName: ft > CK 
Signature^^^^^R/^ — 


^ FOR NECC USE ONLY: Order 
Confirmation: 


TitieRV^vT.^/9 cy /i 


n 


Institutional Agent; 

9s\oc 

necc Agent: 

ue-eA-k 

Date: . , 

sU^lu 

■ Time: |\-0o 


Ref: CARDI0 
Dep : 


Q 


Date-* aonarll 
U Q t: 1.0 LBS 


DV: 

Sven; STANDARD OVERNIGHT 
V TRCK; 40.55 5179 .7809 


SHIPPING: 
SPECIAL: 
HANDLING: 
0.00 TOTAL*. 


S.50 
0.61 
0.00 
G .11 


174757 1 6 002744 


FDA P00511102 



Logged Formula Worksheet (standard) 
3/29/2?) 11 11:19:03 AM 
*Page 1 


■111 


NEW ENGLAND COMPOUNDING CTR 
69? WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM. MA 01702 Ph. 800-994-6322 



CP-00051 CARDIOPLEGIA SOLUTIO 

0 

Flavor: 

Description: 

Quantity made: 4752 ML 

Date made: 3/29/201 1 
Lot number: 03292011 @66 
Beyond use date: April 28, 201 1 


OLUTION 


Batch yield: 
Qty remaining: 


Schedule; 


4,752.000 

4,752.000 


PCCA ID: 

Route of admin: 


Active 0 

Formula ID: 9827 
L og ID: 172972 


Pharmacist: 

Technician: 

NDC1: 

Packaging: 

Equipment: 


Labeling: REFRIGERATE 
Stability information: 


30 days after compounding date 

GS 

<NONE> 


11:18AM 



Pricina calculations from the too 


Estimated price 

$ 9.00 as of 


Ingredient cost 

$0.00 


Device cost 

$0.00 


Time cost 

$0.00 Time to make: 

0 

Profit 

$9.00 



Sch . Quantity used QS (Balance) Actual cost & date 


i TROMETHAMINE fTHAM) (X3M SOLUTION 


1080 ML 

□ 

$0.00 02/24/2011 

Lot #: 0224201 1 @47 

Balance: 

Mfg: STORE 

Volume; 

Patency: 

Exp. date: 5/25/2011 

QS amount. 

NDC: 

Whlsr; STORE 

Each ML contains 0.227 W. of 22.7% 

cnemmvlD; 502o 

2 CPD ANTICOAGULANT SOLN 



1080 ML 

□ 

$0.00 02/10/2011 

Lot#; 021 12011 @5 

Balance; 

Mfg: STORE 

VolonftA- 

Potency: 

Exp. date: 5/12/2011 

OS amount: 

NDC; 


Whlsr: STORE 

Each ML contains 0.227 ML or 22.7% 

ChemlnvID: 5551 

3 DEXTROSE 50% SOLUTION 



192 ML 

n 

$0.00 

Lot#: 72-131 -JT 

Balance: 

Mfg; HOSPIRA 

Volume: 

Potency; 

Exp. date. 12/1/2011 Whlsr: HOSPiRA 

QS amount 

Each ML Contains 0.0404 ML Of 4 04% 

NDC: OO409-«649-O2 ChemlrMD: 0 

„ L-GLUTAMATE/L-ASPARTATE 0.46M SOLUTION 


1200 ML 

p 

$0.OD 01/03/2011 

Lot#: 01 032011 @21 

Balance 

Mfg: STORE 

Volume: 

Potency: 

Exp date: 4/3/201 1 

QS amount: 

NDC: 


Whlsr: STORE 

Each ML contains 0.253 ML or 25 3% 

ChemlnvID: 5358 

c DEXTROSE 5% 1000 ML 5% INJECTABLE 


1200 ML 

□ 

$1,200.00 07/30/2010 

Lot#: 53-923-FW 

Mfg; HOSPIRA 

Volume: 

Patency. 

Exp. date: 6/1/2009 

QS amount 


lAJhW l_irvc>r*ir>x 

Morin snore Mcrtlool Center 

Balance; 



NDC: 

1 Cardiopleaia solution _*j 


(Added all GM & GMS: 0.00) 


Log Instructions & Notes 


Originally made as: 4752 CP-00051 CARDIOPLEGIA SOLUTION (BX) SOLUTION 
Calculated lot number: 0329201 1 @66 Beyond use date: 4/28/201 1 
FORMULA INSTRUCTIONS: 


CARDIOPLEGIA #88888800051 


CARDIOPLEGIA SOLUTION 
_2_ X 594 tnL BAXA BAGS 


TromelhamtaB 0.3M 
CPO Injection 
Dextrose 50% 

MSA I MSG 0.46M 
Dextrose S% 

Total Volume: 


135 mL 
135 mL 
24 mL 
150 mL 
150 mL 
594 mL 


Cardiac Perfusion uniy 
Not lor I.V. Administration 


USE BAXA EM-2400 PUMP TO PRODUCE 
USE ZEBRA 3X3 LABELS (B&W) 


Exp: 04/28/2011 

LOt : 0329201 1 @ 66 


Refrigerate 

HX Only 


BOO — 994 — 6322 


88888800051 B 


***The EM2400 Compounder may be operated by trained pharmacists or tet, MA 8171)2 

certified by the Pharmacy IV Supervisor. 

***The EM2400 Compounder complements, but does not replace, professional expertise and proper sterile 
technique in the compounding of parenteral solutions. The EN124O0 should be operated only by users trained in 
its operation. Training certification records should be maintained for all users in pharmacy personnel files. 


Date entered: 3/29/201 1 1 1 :1j 
Checked by: 



Last modified: 3/29/2011 11:19:01 AM 
Date- 


■S& 2 


armacist) 


FOIA Confidential 


NECC USMA0 0097663 8 


Logged Formula Worksheet (eland Brd) 
3/29/2&11 11:19:03 AM 
‘Page 2 


NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST. 

FRAMfNGHAM, MA 01702 Ph. 800-994-6322 


CP-00051 CARDIOPLEGIA SOLUTION (BX) SOLUTION 

0 


Flavor; Schedule; Active 0 

Description: Formula JD; 9827 

Quantity made: 4752 ML Batch yield: 4752.000 PCGA ID: Log ID; 172972 


Qty remaining: 4752.000 Route oi admin: 


Tube Set Installation 

Compounder tube sets should be replaced at the beginning of the mixing day, at intervals established by the pharmacy. 
Baxa recommends 24 hours. The compounder and adjacent work area should be cleaned before a new tube set is 
installed. 

Equipment Necessary: 

1 . EM24G0 Compounder 

2. EM2400 Valve Set, Order No.724 


An incorrect valve set installation can result in an error in the calibration process. Check for proper installation if 
the calibration process is unsuccessful. 


Do not use the compounder if a valve actuator is broken or damaged. 


Solution Preparation 

Solutions compounded on the ExactaMix 2400 (EM24O0) must have a final weight within ± 3% of the calculated value to 
be acceptable. 



Procedure: 

1 . Select an appropriate empty container for the final solution. Use a container size that will adequately hold the 
solution without overfilling. Baxa TPN bags may be filled to a maximum of 10% over the bag si 2 e as overfill Do 
not overfill. 

2 Attach the solution label with the order and bar-coded serial number to the empty container 

3. Attach the bag to the pump tubing, and connect the bag to the scale. Insert the tubing into the scale’s bag stem 
holder with the container face down. 

4 Scan the label bar code to select the solution on the compounder. Verify on the configuration screen that the 
correct solution has been selected. 

NOTE: The EM2400 requires the use of a Universal Ingredient in a minimum of 30 ml for each solution mixing 
for proper function. If the selected solution does not contain at least 30 mL of a Universal Ingredient, the software 
displays a warning. Users may select a different Universal Ingredient from the list of preselected ingredients 
permitted for this purpose. If no ingredient will provide a minimum of 30 mL, the user must reformulate the 
solution or accept an additional amount to q.s. to this volume, Permission to do this is part of the compounder 
security setup, 

5. Touch the Run button on the screen to initiate compounding. While the solution is pumping, observe the 
compounder operation and screen status to verify that the order is progressing and containers are emptying 
properly. If there are problems with the solution, touch the Pause button, then the Stop button to abort and correct 
any problems. 

6. While the solution is pumping, draw up any manual additions for the formula. Touch the Manual Add button on the 
screen to see a drop down list of these ingredients. 

NOTE: During the solution pumping, ingredient containers may run out. The software is designed 
to detect this situation and prompt users through 

the process of replacing the container. DO NOT REPLACE A CONTAINER UNTIL THE SOFTWARE PROMPTS 
YOU TO DO SO. 

7. When the compounder finishes, it will indicate the percent error between the calculated bag weight and actual bag 
weight. The bag must be within ± 3% of the calculated weight. If the bag falls outside of that range, review the 
MixCheck™ Report for any discrepancies, make the appropriate corrections and re-run that bag. 

8. When the pumping is complete, clamp the blue clamp on the compounder port, remove the bag from the 
compounder outlet tube, and replace the screw cap. 

9. If the solution formula contains manual additions, set the pumped solution, the Mix-Check Report, and the manual 
additions aside in the hood for a pharmacist to check. Once the check is complete, add the manual additions to 

Date entered; 3129/2011 11:18:51 AMI Last modified: 3/29/2011 11:19:01 AM by: AVS, (Pharmacist) 

Checked by: Date: / / 


FOIA Confidential 


NECC USMAO 00976639 



CP-00051 CARDIOPLEGIA SOLUTION (BX) SOLUTION 

0 „ 
Flavor Schedule: Active \v\ 

Description: Formula 10:9827 

Quantity made: 4752 ML Batch yield: 4,752.000 PCCA ID: Log ID: 172972 

Qty remaining: 4,752.000 Route of admin: 

the solution bag. 

1 0. If there are no manual additions, set the completed solution and the Mix-Check Report aside for the pharmacist to 
check. 


CAUTION: If a bag had to be aborted, be sure that the valve set is flushed with the Universal 
Ingredient before pumping another bag. If you are unsure whether the set was flushed > 
perform an individual inlet prime of the Universal Ingredient 


Troubleshooting ExactaMix 2400 (EM2400) Air (Bubble) and Occlusion Alarms 

The ExactaMix 2400 Compounder (EM2400) has inline air and occlusion detectors designed to alert users to unit 
conditions of pumping air or pulling a vacuum. Baxa recommends that all alarms be investigated prior to continuation of 
the bag fill. In the event of air or occulsion alarms, Baxa recommends the following troubleshooting steps. 

Air (Bubble) Alarms 

Symptom: Bubble alarms occurred on all bags after the initial tube set installation. 

Troubleshooting: Verify that the tube set is seated all the way into the bubble detector channel. If so, call Baxa Technical 
Support for additional assistance. 

Correction: Seat the tube set all the way into the bubble detector channel and run another bag to verify that the alarms 
stop. 

Symptom: Bubble alarms occurring on multiple bags after the initial tube set installation. 

Troubleshooting: Check the priming volumes for the macro, micro and syringe inlets to ensure that the inlets were 
completely primed during the initial prime and verify setup step. Macro inlets should be primed with 30 mL, micro inlets 5 
mL and syringe inlets 5 mL of fluid, respectively. 

Correction: Cali Baxa Technical Support for help with increasing your prime volumes. 



Symptom: Bubble alarm occurred after a new ingredient container was swapped. 

Troubleshooting: A bubble may have been introduced into the inlet at the time of the container change. Lift the lid and 
inspect the size of the bubble. Typically these are fairly small bubbles. The staff pharmacist should make a decision 
regarding whether or not this bag should be aborted, Example: If you are pumping a large volume of water and a small 
bubble was introduced into the inlet at the time of the change, this may not be an issue. However if you are pumping 0.2 
mL of an electrolyte and you have a small bubble, the bag may not have received its full dose. 

Correction: Baxa recommends a specific spiking technique when changing ingredients. For vial Ingredients, spike the vial 
while it is inverted. This minimizes the chance to introduce air. For bag ingredients, spike the bag and hang it. After 
hanging the bag, flick the spike port with your Finger multiple times to purge any air that may have been introduced, 

Symptom: Bubble alarm occurred in the middle of the bag when no ingredients were swapped. 

Troubleshooting: Check the source container that was pumping at the time of the alarm to ensure that it is not empty. 

If the container is empty there are a few possibilities that may have caused the alarm: 

1 Source remainder was wrong 

a. Ingredient volume was wrong from the supplier, 
h Somebody edited the source remainder inaccurately, 

2. Pump calibration is off. If this is the case, all ingredients will be pumping inaccurately, which will be caught with 
the final bag weight check. 

3. A partial vial was hung and the source remainder was not edited to reflect the true volume. 

Correction: 

1 . Inspect other ingredients from the same lot number and compare the volumes. Ensure that there has been no 
remainder editing. Baxa can help with this by inspecting the blackbox if necessary. 

2. Recalibrate the load cell and the pump before proceeding. 

Date entored: 3/29/2D11 11 ; 18:51 AM Last modified: 3/29/201 1 11:19:01 AM by: AVS, (Pharmacist) 

Checked by: Date: / / 


FOIA Confidential 


NECC USMA0 00976640 


Formula Name 

51 

MixCheck™Report 

Date/Tirae 

3/Z9/2011 11:31:44AM 

Serial Number 

88888800051 


User 

Barry J. Cadden 

Configuration 

CARDIO-2 


Elapsed Time 

00:03:42 

Expected Weight (g): 612.4& 

Measured Weight (g): 621*90 


Difference (%); 1.54 


User Comments: 



Ordered Volume 


CPD Anticoagulant 

Port: 1 NECC CPD Anticoagulant 3000 Bag (seq 3) 

Lot#: 031820110,5 Exp. Date: 

6/17/2011 

135 

Dextrose 5% 

Port: 23 

Hospira Dextrose 5% 1000 Bag (seq 6) 



150 


Lot#: 95-632-FW 

Exp. Date: 

11/2/2012 


Dextrose 50% 

Port: 13 

Hospira Dextrose 50% 500 Bag (seq 5) 



24 


Lot#: 93-047-JT 

Exp, Date: 

9/2/20 1 2 


L-GLU/L-ASP 0.46M 

Port: 7 

NECC L-GLU/L-ASP 0.46M 2D00 Bag (seq 4) 


150 


Lot#: 02252011(5)2 

Exp. Dale: 

5/27/201 ! 


Tromethamine 03M 

Port: 19 

NECC Tromethamine 0.3M 4000 Bag (seq 2) 


SI 


Lot#: 0325201 1@1 

Exp. Date: 

6/23/20 11 



Port: J9 

NECC Tromethamine 0.3M 4000 Bag (seq 3) 


19 


Lot#: 0325201 1@1 

Exp. Date: 

6/23/2011 



Port: 19 

NECC Tromethamine 0.3M 4000 Bag (seq 7) 


29 


Lot#: 0325201 l@l 

Exp. Date: 

6/23/201 1 






Total (mL): 

135 

Details; 



[ 

Total (mL): 

594 


Selected bag 139 EVA Container lOOOmL. 

Container ax port 19 exchanged with new container of NECC Tromethamine 0,3 M 4000 Bag 
The Final weight of this solution is within the acceptable limit of-/- 3.00% 

Compounded on COMPOUNDER #3 


Authorized by; 


FOIA Confidential 


i - r j 


rtertfi/Trme 


3/29/2011 11 :31:44AM 

NECC USMA000976641 





Formula Name 51 

Serial Number 88888800051 
Configuration CARDIO-2 

MixCheck™Report 

Date/Time 

User 

Elapsed Time 

3/29/2011 11 :35:29 AM 

Barry J. Cadden 

00:03:21 

Expected Weight (g): 

612.48 

Measured Weight (g): 613.34 



Difference (%): 0.14 


User Comments: 





\ 

W- 

/ 






Ordered Volume 

CPD Anticoagulant 

Port: 

Lot #: 

1 NECC CPD Anticoagulant 3000 Bag (seq 1) 

03 1 820 1.1 @5 Exp. Date: 

6/17/2011 

135 

Dextrose 5% 

Port: 

, Lot #: 

23 Hospira Dextrose 5% 1 000 Bag (seq 5) 

95-632-FW 

Exp. Date: 

11/2/2012 

150 

Dextrose 50% 

Port: 

Lot #: 

1 3 Hospira Dextrose 50% 500 Bag (seq 4) 

93-047-JT 

Exp, Date: 

9/2/2012 

24 

L-GLU/LrASP 0.46IVI 

Port: 

Lot #: 

7 NECC L-GLU/i^ASP 0 ,46M 2000 Bag (seq 3 ) 

022520 11 @2 Exp. Date: 

5/27/2011 

150 

Tromethamine 0.3M 

Port: 

Lot ft 
Port: 

Lot ft: 

1 9 NECC Tromethamine 0.3M 4000 Bag (seq 2) 

032520 11 @1 Exp. Date: 

1 9 NECC Tromethamine 0.3M 4000 Bag (seq 6) 

0325201 1@1 Exp, Date: 

6/23/2011 

6/23/2011 

106 

29 






Total (mL): 

135 


Details: 

Selected bag 139 EVA Container lOOOmL. 

Bubble was detected while pumping from port 23. 

Bubble was detected while pumping from port 23. 

Bubble was detected while pumping from port 23. 

Bubble was detected while pumping from port 23. 

Bubble was detected while pumping from port 23. 

The final weight of this solution is within the acceptable limit of +/- 3 .00% 
Compounded on COMPOUNDER #3 

Authorized by; 


[ 


Total (mL): 


594 


Poda 1 rvf 1 


FOIA Confidential 


Date/Time 3/29/2011 11:35:29AM 

NECC USMA000976642 




MixCheck™Report 


Formula Name 51 

Serial Number 88888800051 

Configuration CARDIO-2 


Date/Time 3/29/2011 11:37:38AM 

User Barry J. Caddiett 

Elapsed Time 00:01:37 


Expected Weight (g): 612.48 


Measured Weight (g): 622.82 


D ifferen ce (%) : l .69 


User Comments: 




A 

Ordered Volume 

CPD Anticoagulant 

Port: 

Lot #: 

1 "NECC CPD Anticoagulant 3000 Bag (seq 1) 

03182011^5 Exp. Date: 

6/17/2011 

135 

Dextrose 5% 

i 

Port: 

Lot#: 

23 Hospira Dextrose 5% 1000 Bag (seq 5) 

95-632-FW Exp. Date: 

1 1/2/2012 

150 


Dextrose 50% Port: 1 3 Hospira Dextrose 50% 500 Bag (seq 4} 

Lot#: 93-047-JT Exp. Date: 9/2/2012 

L-GLU/L-ASP 0.46M Port: 7 NECC L-GLU/L-ASP 0.46M 2000 Bag (seq 3) 

Lot#: 02252011 @2 Exp. Date: 5/27/2011 

Tromethamine 03M Port: 19 NECC Tromethamine 0.3M 4000 Bag (seq 2) 

Lot#: 0325201 1@1 Exp. Date: 6/23/201 1 

Port: 19 NECC Tromethamine 0.3M 4000 Bag (seq 6) 

Lot#: 0325201 1@1 Exp. Date: 6/23/2011 


Details: 

Selected bag 139 EVA Container lOQDmL. 

The final weight of this solution is within the acceptable limit of +A 3.00% 
Compounded on COMPOUNDER #3 

Authorized by: 


Total (mL): 


Total (mL): 


P-ao-p ! of 1 


FOIA Confidential 


Date /Ti me 3/29/2011 11:37:38AM 

NECC USMA000976643 




Formula Name 

51 

MixCheck™Report 

Date/Time 

3/29/2011 11:40:37AM 

Serial Number 

88888800051 


* User 

Barry J. Cadden 

Configuration 

C AUDI 0-2 


Elapsed Time 

00:02:33 

Expected Weight (g): 612.48 

Measured Weight (g): 624.15 


Difference (%): 1*91 


User Comments: 


Ordered Volume 


CPD Anticoagulant 


Port: 1 NECC CPD Anticoagulant 3000 Bag (seq 1) 

Lot #: 03182011(^5 Exp. Pate: 6/17/2011 


Dextrose 5% 


Port: 23 Hospira Dextrose 5% 1 000 Bag (seq 5) 

Lot#: 95-632-FW Exp. Date: 11/2/2012 


Dextrose 50% 


Port: 1 3 Hospira Dextrose 50% 500 Bag (seq 4) 

Lot#: 93-047-JT 


Exp. Date: 9/2/2012 


L-GLU/L-ASP 0.46 M 


Port: 7 


Lot#: 02252011 @2 


NECC L-GLU/L-ASP 0.46M 2000 Bag (seq 3) 


Exp. Date: 5/27/2011 


Tromethamine 0.3M 


Port: 19 NECC Tromethamine 03 M 4000 Bag (seq 2) 

Lot #; 0325201 1@! Exp. Date: 6 / 23/2011 

Port: 1 9 NECC Tromethamine 0.3M 4000 Bag (seq 6) 

Lot#: 0325201 1@1 Exp. Date: 6/23/2011 


Total (mL): 


Details: 

Selected bag 139 EVA Container lGOOraL. 

The final weight of this solution is within the acceptable limit of +/- 3 ,00% 
Compounded on COMPOUNDER #3 

Authorized by: 


Total (mL): 


135 


150 


150 


106 

29 


135 


594 


* — ^ 1 


Date/Time 


3/29/2011 11:40:37AM 


FOIA Confidential 


NECC USMA000976644 




Formula Name 51 

Serial Number 88888800051 
C onfl guration CARD! 0-2 

MixCheck™Rcport 

Date/Time 

User 

Elapsed Time 

3/29/2011 .11:42 :32AM 

Barry J. Cadden 

00:01:30 

Expected Weight (g): 

612.48 

Measured Weight (g): 623,09 



Difference (%): L73 


User Comments: 





V 

r- » 






Ordered Volume 

CPD Anticoagulant 

Port: 

Lot#: 

1 NECC CPD Anticoagulant 3000 Bag (seq 1 ) 

0318201 1 @5 . Exp. Date: 

6 / 1 7/20 n 

135 

Dextrose 5% 

Port 

Lot#: 

23 Hospira Dextrose 5% 1000 Bag (seq 5) 

95-632-FW 

Exp. Date: 

11/2/2012 

150 

Dextrose 50% 

Port: 

Lot#: 

1 3 Hospira Dextrose 50% 500 Bag (seq 4) 

93-047-JT 

Exp. Date; 

9/2/2012 

24 

L-GLU/L-ASP 0.46M 

Fort 

Lot#: 

7 NECC L-GLU/.L-ASP 0.46M 2000 Bag (seq 3) 

022520 1 1 @2 Exp. Date: 

5/27/2011 

150 

T romethamine 0.3 M 

Port: 

Lot#: 

Port: 

Lot#: 

i 9 NECC Trometbamine 0.3M 4000 Bag (seq 2) 

0325201 1@1 Exp. Date: 

1 9 NECC Tromelhamine 0.3 Vi 4000 Bag (seq 6) 

0325201 i@l Exp. Date: 

6/23/2011 

6/23/201 1 

106 

29 






Total (mL): 

135 


Details: 

Selected bag 139 EVA Container 1 DOOmL. 

The final weight of this solution is within the acceptable limit of +A 3.00% 
Compounded on COMPOUNDER #3 

Authorized by: 


[ 


Total (mL): 


594 


rtote/Time 


3/29/2011 1J :42:32 AM 


FOIA Confidential 


NECC US MAO 00976645 





User Comments: 







Ordered Volume 

CPD Anticoagulant 

Port 1 NECC CPD Anticoagulant 3000 Bag (seq 1) 

Lot#: 0318201 1@5 Exp. Date; 

6/17/2011 

135 

Dextrose 5% 

i . — — 

Port: 23 Hospira Dextrose 5% 1 000 Bag (seq 5) 

Lot#: 95-632-FW Exp. Date: 

11/2/2012 

150 


Dextrose 50% Port: 13 Hospira Dextrose 50% 500 Bag (seq 4) 

Lot#: 93-047-JT Exp. Pate: 9/2/2012 

h-G LU/L.-ASP 0.46M Port: 7 NECC M3LU/L- ASP 0.46M 2000 Dag (seq 3) 

Lot #: 0225201 1®2 Exp, Date: 5/27/201 1 


Tromethamine 0.3M Port: 19 NECC Tromethamine 0.3M 4000 Bag (seq 2) . 

Lot#: 0325201 1@1 Exp. Date: 6/23/201 1 

Port: 19 NECC Tromcthainine Q,3M 4000 Bag (seq 6) 

Lot#: 0325201 1@1 Exp. Date: 6/23/20L1 


Total (mL): 1 35 



Details: 

Selected bag 139 EVA Container lOOOmL. 

The final weight of this solution is within the acceptable limit of +/- 3.00% 
Compounded on COMPOUNDER #3 

Authorized by: 


Total (mL); 


FOIA Confidential 


1 1 


Date/Tjtne 


3/29/2011 11:45:51AM 

NECC USMA000976646 




Formula Name 
Serial Number 
Configuration 

51 

88888800051 

CARDIO-2 

MixCheck™Report 

Date/Time 

User 

Elapsed Time 

3/29/201 1 11:48:27AM 

Barry J. Cadden 

00:02:08 

Expected Weight (g): 612,48 

Measured Weight (g): 62237 


Difference (%): L61 



CPD Anticoagulant 


Dextrose 5% 


Dextrose 50% 


Port: 1 NECCCPD Anticoagulant 3000 Bag (&eq 1) 
Lot#: 031 82011 @5 I 


Port: 23 Hospira Dextrose 5% 1000 Bag (seq 7) 

Lot #: 95-632 -FW l 


Ordered Volume 


135 


Exp. Date: 6/17/2011 


Exp. Date: 1172/2012 


Port: 13 Hospira Dextrose 50% 500 Bag (seq 4) 
Lot #: 93-047-JT 

Port 1 3 Hospira Dextrose 50% 500 Bag (seq 5) 
Lot#: 93-047- Jr 

Port: 1 3 Hospira Dextrose 50% 500 Bag (seq 6) 
Lot#; 93-047-JT 


Exp. Date: 9/2/2012 

Exp, Date: 9/2/2012 

Exp, Date: 9/2/2012 


Total (mL): 


L-GLU/L-ASP 0,46m 


Tromethamiue 0.3M 


Port 7 NECC L-GLU/L-ASP 0.46M 2000 Bag (seq 3) 

Lot#: 0225201 1@2 Exp. Date: 5/27/2011 


Port: 19 NECC Tromethamine 0.3M 4000 Bag (seq 2) 

Lot#: 0325201 t@l Exp. Date: 623/2011 

Port: 1 9 NECC Trometbamine 0.3M 4OQ0 Bag (seq &) 

Lot #: 03252011©! Exp, Date: 623/201 1 


Total (mL): 


Details: 

Selected bag 139 EVA Container lOOOmL. 

Used 15.00 mL of overfill; Dextrose 50% at port 13 

Used 7.00 mL of overfill: Dextrose 50% at port 13 

The final weight of this solution is within the acceptable limit of +/- 3.00% 

Compounded on COMPOUNDER #3 

Authorized by: 


Total (mL): 


Pace 1 of 1 


Date/Time 3/29/2011 11:48:27AM 


FOIA Confidential 


NECC USMA000976647 






Formula Name 

51 

MixCheck™Report 

Date/Time 

3/29/2011 11:51:19AM 

Serial Number 

88888800051 


User 

Barry J. Cadden 

Configuration 

CARDIO-2 


Elapsed Time 

00:02:26 

Expected Weight (g); 612.48 

Measured Weight (g): 613.68 


Difference (%); 0,20 

. -v c.— r- 


User Comments: 


Ordered Volume 


CPD Anticoagulant 

Port: 1 NECC CPD Anticoagulant 3000 Bag (seq 1) 

Lot#: 03 1820 11 @5 Exp. Date: 

6/17/20) I 

135 

Dextrose 5 % 

Port: 23 

Hospira Dextrose 5% 1000 Beg (seq 5) 



150 


Lot#: 95-632-FW 

Exp. Date: 

11/2/2012 


Dextrose 50% 

Port: 13 

Hospira Dextrose 50% 500 Bag (seq 4) 



24 


Lot#: 9 3 -047-1 T 

Exp. Date: 

9/2/2012 


L-GLU/L-ASP 0.46M 

Port: 7 

NECC L-GLU/L-ASP 0-46M 2000 Bag (seq 3) 


150 


Lot#: 022520 11 @2 

Exp. .Date: 

5/27/2011 


Tromethamine 0.3M 

Port: 19 

NECC Tromethamine 0.3M 4000 Bag (seq 2) 


106 


Lot#: 032520 11 @1 

Exp. Date: 

6/23/2011 



Pori: 19 

NECC Tromethamine 0.3M 4000 Bag (seq 6) 


29 


Lot#: 0325201 l@J 

Exp. Date: 

6/23/2011 






Total (mL): 

135 

Details: 




Total (mL): 


Selected bag 139 EVA Container lOOOmL. 





Used 24.00 mL of overfill: Dextrose 50% at port 13 
Bubble was detected while pumping from port 13. 

Bubble was detected whilepumping from port 23. 

Bubble was detected while pumping from port 23. 

The final weight of this solution is within the acceptable limit of +/- 3.00% 
Compounded on COMPOUNDER #3 


Authorized by: 


FOIA Confidential 


i -c- t 


Hate/T irne 


3/29/2011 11:51:19AM 

NECC USMA000976648 



kadnnartg pharmacy sofe/tiom 


New England Compounding Center, Inc. 

PO Box 4146 

Woburn, MA 01888-4146 

Ph. 508-820-0606 

Fx. 508-820-1616 


Invoice 


Date 

Invoice# 

3/30/201! 

173988 




PARTNERS HEALTHCARE SYSTEM 
PO BOX 9127 

CHARLESTOWN, MA 02129-9127 
ATTN: ACCT.PAY. REP. JOSH J. 


Ship To 


NORTH SHORE MEDICAL CENTER-CARDIO 
8 1 HIGHLAND AVENUE — ^ 

SALEM, MA 01970 
ATTN: RICK SILVER /PHARMACY 


Quantity 


Terms 
Net 45 days 


Item Code 



Via 

FEDEX 


Account# 


Description 


Price Each 


8 CP-00051 CARDIOPLEGIA SOLUTION, 594 mL 

'T Shipping Charges -N/C- — — 


! ETHAN K YOU FOR YOUR ORDER!!! 

_*** PLEASE PLACE INVOICE NUMBER ON PAYMENT*** 

Total 

$608.00 


Credits 

$0.00 



FDA P00511101 















Pharmacist’s Rx Ord r 
V rification Sit et 


Please verify that the following are correct for 
this Ft x Order 


Facility Name 
Facility Address 


offl 

Drug l 

Medication Correct 

Vial Size Correct 

# of Units Correct 

Lot # Matched 

Correct Lab 
Reports Enclosed 


Drag % 

Medication Correct 

Via! Size Correct 

I # of Units Correct 

^ Lot # Matched 

Correct Lab 
Reports Enclosed 



Drugs 

Medication Correct 

Vial Size Correct 

# of Units Correct 

Lot # Matched 

Correct Lab 
Reports Enclosed 


Please Initial after your name when verification 

complete. 


Barry J. Catiden, RPh 
GI nn A. Chin, RPh 
Kathy S. Chin, RPh, PharmD 
Darren W. Parente, RPh, PharmD 
G n V. Svirskiy, RPh, PharmD 
Alla V. Stepanets, RPh, PharmD 


1 74757_1_6_002747 


FDA P00511105 



Invoice 


New England Compounding Center, Inc. 

PO Box 4146 

Woburn, MA 01888-4146 

Ph. 508-820-0606 

Fx. 508-820-1616 


Date 

Invoice # 

3/30/201 1 

173988 


Bill To 



Ship To 

PARTNERS HEALTHCARE SYSTEM 

PO BOX 9127 

CHARLESTOWN, MA 02129-9127 

ATTN: ACCT.PAY. REP. JOSH J. 

NORTH SHORE MEDICAL CENTER-CARDIO 

81 HIGHLAND AVENUE 

SALEM, MA 01970 

ATTN: RICK SILVER /PHARMACY 


P.O. Number 


Terms 


Rep 


Ship 


Via 


F.O.B. 


Account# 


0004159239 


Net 45 days 


BM 


3/30/2011 


FEDEX 


Quantity 


Item Code 


Description 


Price Each 


Amount 


CP-00051 

Shipping Charges 


CARDIOPLEGIA SOLUTION, 594 mL 

--N/C- 


76.00 

0.00 


608.00 

0.00 


IHTHANK YOU FOR YOUR ORDER!!! 

_ ?*PLEASF, PLACE INVOICE NUMBER ON PA YMF, NT*** 

TOtal $608.00 



CreditS -$608.00 

Balance Due $000 


DOJ NECC003725923 


Shipment Information Report 

Track Number and Date Range 


Page 1 of 1 


[Services, 

Solutions and Technology 


Tracking Number: 485551797809 


1 Packaqe Detail 1 

Ship Date 

03/30/201 1 

Pickup Courier 

Form Code 

201 

Pickup Status 00 

Service Base 

05 

Pickup Location AYEA 

Service Area 

A1 

Destination Location GDMA 

Special Handling 
Codes 




Name NEW ENGLAND COMPOUNDING 
Company NEW ENGLAND COMPOUNDING 


Customer Number 231566368 
Reference Number CARDIO 


Address 


CENTER 

697 WAVERLY STREET 


FRAMINGHAM, MA, 01702 
US 


1 Recipient I 

Name 

PHARMACY 

Customer Number 

Company 

NORTH SHORE MEDICAL CENTER 

Bill-to Number 

Address 

81 HIGHLAND AVE 



SALEM, MA, 01970 

US 



Timestamp 03/31/2011 09:32:00 

Status 00 

Code 

Courier 04851 1 


Deliver] 


Location 2 

Address 81 HIGHLAND AVE 
Route 1 1 5 


1 Sianature 1 

Signature Release on File? No PowerPad 

Signed For By R. SILVER Seconds 

Signature Image 

PPNA4347012C 

24 

1 J 



Last run on: Nov 13, 2014 11:18 PM 


DOJ NECC001 664042 









Payment Receipt 


New England Compounding Center, Inc. 

PO Box 4146 

Woburn, MA 01888-4146 

Ph. 508-820-0606 

Fx. 508-820-1616 


Received From: 

NORTH SHORE MEDICAL CENT... 

PARTNERS HEALTHCARE SYSTEM 
PO BOX 9127 

CHARLESTOWN, MA 02129-9127 
ATTN: ACCT.PAY. REP. JOSH J. 

Date Received 09/19/2011 Payment Amount 

Payment Method Check 

Check/Ref. No. 4207 1419/16 


Invoices Paid 


Date 

Number 

Amount Applied 


03/30/2011 

173988 


-$608.00 

04/13/2011 

175198 


-$456.00 

04/21/201 1 

176034 


-$456.00 

05/05/2011 

177203 


-$608.00 

05/18/2011 

178373 


-$608.00 

05/31/2011 

179447 


-$608.00 

06/09/20 1 1 

180421 


-$608.00 

06/20/201 1 

181412 


-$608.00 


Page 1 


$4,560.00 


DOJ NECC003725924 


